Special  Note: 

REMEMBER  —  Our  large  and  diversified  stock  of 
STORE  EQUIPMENT  includes  every  kind  and 
style  of  fixture  necessary  for  every  line  of  business. 

SPECIAL  FIXTURES  MADE  TO  ORDER 

Complete  engineering  service — plans  and  estimates 

on  application 

ROOSEVELT  FIXTURE  MFG.  CO. 

CHICAGO,  ILL.,  U.  S.  A. 


FOREWORD... 


I  O  OUR  JOBBERS  :  in  presenting  our  new  and 
m  I  latest  catalog  we  have  designed  new  Bar  Fix- 
^  tures,  and  Accessories,  taking  into  consideration 
both  beauty  and  price. 


IN  CHECKING  OUR  NEW  NUMBERS,  note  the 
beautiful  symetrical  designs,  and  innovations  that  have 
been  installed  into  our  new  Bar  fixtures. 

THE  ROOSEVELT  line  has  always  been  outstand¬ 
ing  and  unique  in  itself,  your  customers  will  appreciate 
the  ROOSEVELT  BAR  FIXTURES,  both  from  the 
standpoint  of  materials  used  and  durability,  our  entire 
line  is  produced  by  skilled  labor,  and  the  finest  of  crafts¬ 
manship. 

LET  US  solve  your  layout  and  service  problems, 
our  entire  organization  is  at  your  service. 

YOU  ARE  under  no  obligation  whatsoever,  our 
sole  aim  is  always  to  please  you  and  your  customer. 


ROOSEVELT 


2317-2339 


SPECIAL  ROOSEVELT  PERSPECTIVE 
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THE  SPANISH  BAR 

An  Old  World  Creation 


TYPICAL  OF  THE  BEAUTY  AND  GRANDEUR  OF  OLD  SPAIN 


BACK  BAR 

SUPERSTRUCTURE  is  of  a  Spanish  Renaissance  design, 

on  each  end  of  the  superstructure 
there  is  a  display  cabinet,  same  are  approximately  4  feet  long, 
with  the  ends  of  same  slanting  at  an  angle,  these  angles  are 
glazed  with  a  clear  “V”  mitre  cut  plate  glass.  The  fronts  of 
these  cabinets  have  frameless  plate  glass  doors,  with  a  “V” 
mitre  cut  designs,  and  operate  on  roller  bearing  channel. 
The  inside  back  of  cabinets  are  glazed  with  a  plate  glass 
mirror,  there  are  two  adjustable  plate  glass  shelves  in  each 
cabinet.  Directly  in  the  center  of  the  superstructure  there  is 
a  special  designed  plate  glass  mirror  with  “V”  mitre  cut  lines 
in  same,  on  each  side  of  this  mirror  are  an  upright  rope  spiral 
designed  post,  on  the  top  of  each  post  there  is  a  fancy  carved 
plaque  fastened  to  the  under  part  of  cornice.  Between  the 
posts  and  cabinets  there  is  a  plate  glass  mirror  “V”  mitre 
cut,  same  is  approximately  ten  inches  high,  the  entire  super¬ 
structure  is  constructed  of  American  walnut. 


DIMENSIONS: 

Back  Bar  Base — 2  feet  wide,  3  feet  8  inches  high. 
Superstructure — 1  foot  5  inches  wide,  4  feet  high. 
Height  Overall — 7  feet  8  inches. 


FRONT  BAR 

FRONT  BAR  is  constructed  of  5  ply  %  American  Walnut, 
same  can  be  had  in  two  or  three  sections,  these 
sections  at  the  joints  are  covered  with  a  spiral  heavy  rope 
pilaster  and  cap,  the  top  of  bar  is  constructed  of  selected  solid 
Mahogany,  with  a  round  Mahogany  front  capping  on  edge, 
the  apron  of  the  bar  top  has  a  rope  designed  inlay  moulding. 
The  base  of  bar  has  a  step  8  inches  high,  8  inches  deep,  the 
front  facing  is  of  linoleum,  also  the  top  is  of  the  same  material, 
the  front  edge  of  the  step  is  trimmed  with  a  special  inserted 
aluminum,  directly  over  the  step  of  bar  there  is  a  inch 
stainless  steel  kick  plate. 

BACK  BAR  BASE  SECTION  has  a  series  of  sliding  doors, 

drawers  etc.,  in  the  center  of 
the  base  section  there  is  a  liquor  display  section,  same  is  in  a 
step  formation,  the  top  of  base  is  constructed  of  birch  wood 
finished  in  Mahogany  or  black,  baseboard  is  of  wood  6  inches 
high  finished  in  black. 


DIMENSIONS: 

Width  of  Ends — 2  feet  4  inches. 

Width  of  Top  at  Ends — 2  feet  2  inches. 
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THE  SHIP  FRONT  AND  BACK  BAR 

A  Sturdy  Construction  and  Smart 
Built  of  All  American  Walnut 


No.  104 


A  GRACEFULLY  IMPRESSIVE  FRONT  AND  BACK 

tinction  to  any  establishment. 

BACK  BAR 

BASE  SECTION  of  this  bar  has  a  series  of  sliding  doors,  pull  out 
drawers,  spring  hinged  drop  doors  etc.  Along  the 
entire  base  there  is  a  number  of  sliding  doors  constructed  of  inch 
3  ply  panel  in  wood  frame  operating  on  ball  bearing  sheaves  on  steel 
track.  Directly  above  these  doors  there  is  a  single  line  of  pull  out  dove¬ 
tail  drawers.  Directly  in  center  of  base  there  is  a  large  liquor  step  dis¬ 
play  rack.  This  display  rack  is  within  approximately  5  inches  of  the 
height  of  base  top.  This  base  can  be  used  for  the  placing  of  a  cash 
register.  Top  of  base  is  constructed  of  Birch  wood  finished  in  black 
ebony.  Edge  has  a  reinforced  band  slightly  round.  On  one  end  of 
base  over  the  sliding  doors  there  are  two  compartments.  Same 
have  spring  drop  hinged  doors  glazed  with  clear  glass.  The  interior 
of  one  compartment  has  a  copper  lined  cigar  humidor  and  the  other 
has  an  arrangement  for  the  display  of  cigarettes  with  plate  glass  re¬ 
movable  divisions.  The  base  trim  is  of  inch  wood  6  inches  high 
finished  in  black. 

SUPERSTRUCTURE  is  equipped  with  a  display  cabinet  on  each  end 

of  bar  as  shown.  Same  have  side  swing  hinged 
doors  glazed  with  clear  glass.  The  interior  is  furnished  with  two  plate 
glass  adjustable  shelves.  Backing  of  these  cabinets  consist  of  a  plate 
glass  mirror.  On  either  side  of  the  cash  register  section  there  are  two 
upright  round  front  plate  glass  shelves  supported  on  special  1J4  inch 
chrome  plated  tubing  and  cut  into  the  moulding  which  secures  plate 
glass  mirror  backing.  Between  these  shelves  and  on  each  end  of  same 
there  are  special  sandblasted  designed  plate  glass  mirrors  which  lends 
a  very  unique  and  attractive  effect  for  this  entire  superstructure.  The 
cornice  is  constructed  of  5  ply  Walnut  veneer  and  rounded  on  each 
end  trimmed  with  a  special  inlaid  black  moulding.  As  shown  on  the 


BAR  WITH  MODERN  FEATURES  WILL  ADD  DIS- 


FRONT  BAR 

FRONT  BAR  is  constructed  of  5  ply  American  Walnut  panels 
in  sections  as  shown  with  round  corner  ends.  Top  is 
constructed  of  solid  Mahogany.  Front  rail  and  return  of  this  top  is 
of  extra  heavy  solid  American  Walnut  and  rounded  on  the  face  so  as 
to  give  it  a  smooth  effect.  The  front  apron  of  this  top  has  a  special 
U  inch  inlaid  black  moulding.  The  base  trim  of  this  bar  is  of  wood 
covered  with  a  special  marbleized  linoleum. 

DIMENSIONS: 

Width  of  Ends — 2  feet  4  inches. 

Height — 3  feet  8  inches. 

Width  of  Top  including  Gutter — 1  foot  9  inches. 


illustration  there  are  special  polished  cast  aluminum  rings  cut  into 
the  face  of  the  cornice  and  glazed  with  a  clear  opal  glass,  same  giving 
a  port  hole  effect  whereby  the  name  of  this  bar  is  derived.  Lights  can 
be  placed  in  back  of  same  for  a  beautiful  and  unique  illumination. 
This  entire  superstructure  rests  on  a  special  veneer  top  and  front 
banding. 

DIMENSIONS: 

Back  Bar  Base — 2  feet  wide,  3  feet  8  inches  high. 
Superstructure — I  foot  wide,  4  feet  7  inches  high. 

Height  Overall — 8  feet  3  inches. 
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THE  SUPERB  BACK  AND  FRONT  BAR 

An  Elaborate  and  Attractive  Design 
Built  of  American  Walnut 


NO.  110 


A  VERY  ELABORATE  AND  ATTRACTIVE  FRONT  AND  BACK  BAR  BUILT  FROM  THE  FINEST 
American  Walnut  by  master  craftsmen  which  shows  evidence  in  the  artistry  of  design  and  magnificence  of 
finish.  It  is  sturdily  constructed  and  pleasing  to  the  eye  of  the  most  critical  purchaser. 


BACK  BAR  FRONT  BAR 


BACK  BAR  base  section  with  a  glass  door  on  hinges  at  each 
end  having  display  steps  on  the  inside.  In 
the  center  of  base  is  an  open  display  step  with  two  dovetail 
drawers  above  and  on  each  side  of  step  is  sliding  panel  doors. 

SUPERSTRUCTURE  on  each  end  are  two  open  display 

cabinets  with  open  display  steps  and 
on  the  back  is  a  modernistic  designed  mirror.  Next  to  the 
cabinet  on  each  end  are  modernistic  mirrors  with  a  wooden 
shelf  10  inches  above  the  base  top.  The  center  mirror  is  of 
modernistic  sandblasted  design  supported  on  each  end  by  two 
glass  columns  for  illumination. 


DIMENSIONS: 

Back  Bar  Base — 2  feet  wide,  3  feet  8  inches. 
Superstructure — 1  foot  wide,  4  feet  8  inches  high. 
Height  Overall — 8  feet  4  inches  high. 


FRONT  BAR  is  equally  effective  as  the  Back  Bar,  hand¬ 
somely  panelled  in  three  sections  of  American 
Walnut  with  two-toned  finish  with  six-inch  pilasters  and  heavy 
brackets.  The  Top  is  of  African  Mahogany  with  heavy 
American  Walnut  nosing,  and  an  Apron  with  Inlaid  Black 
Moulding  to  match  the  Base  Board.  The  Base  Board  is 
six  inches  high  and  completely  covered  with  Black  and  White 
Linoleum. 


DIMENSIONS: 

Width  of  Ends — 2  feet  4  inches. 

Height — 3  feet  8  inches. 

Width  of  Top  including  Gutter — 1  foot  9  inches. 
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THE  WALDORF  BACK  BAR 

A  Very  Satisfying  Unit — Strictly  High  Class — Built  of  Genuine  American  Walnut 


IF  ffl 
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HERE  IS  A  FIX¬ 
TURE  OF  CHARM 
AND  DIGNITY,  A 
most  unusually  at¬ 
tractive  Back  Bar 
made  of  Genuine 
American  Walnut. 


No.  124 

DIMENSIONS: 

Back  Bar  Base — 1  foot  8  inches  wide,  3  feet  8  inches  high.  Superstructure — 3  feet  6  inches  high.  Height  Overall — 7  feet  4  inches. 


SUPERSTRUCTURE  is  made  from  5  ply  %"  American  Walnut 

Panels  and  are  set  in  American  Walnut  Posts, 
and  trimmed  with  Chromium  Plated  Metal.  In  the  center  of  the 
Fixture  is  set  a  beautiful  mirror  with  cutout  designs.  The  top  mirror 
moulding  is  slotted  to  receive  light  bulb.  The  shelves  on  either  side 
of  center  section  are  very  neat  with  wood  brackets,  with  plate  glass 
mirrors  below. 


BACK  BAR  BASE  SECTION  can  be  made  wdth  sliding  or  hinged 

doors  on  both  ends,  and  directly 
next  to  these  Panel  doors  are  glass  doors  with  American  Walnut 
frame.  The  center  is  designed  with  Step  for  Display  purposes. 
Top  edge  of  Base  is  finished  with  Ebonized  Moulding.  Base  Board  is 
built  of  }4  inch  lumber,  finished  in  black. 


THE  WALDORF  FRONT  BAR 


FRONT  BAR  is  very  dis¬ 
tinct  ive  , 
perfection  in  every  detail, 
built  of  5  ply  ■%"  Panels 
beautifully  finished,  made 
in  American  Walnut. 

TOP  is  finished  either  in 
Birch  or  one  piece 
solid  Mahogany  and  is 
well  braced  to  prevent 
sagging.  Base  Board  is 
Yl  inch  lumber  covered 
with  Black  and  White 
linoleum. 


No.  124  A 


DIMENSIONS:  Width  of  Ends — 2  feet  4  inches.  Height — 2  feet  8  inches.  Width  of  Top  including  Gutter — 1  foot  8  inches. 
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THE  NIRA  BACK  AND  FRONT  BAR 


A  Striking  Design — Not  Extreme 
Built  of  American  Walnut 


NO.  112 


A  STRIKING  DESIGN,  NOT  EXTREME,  IN  A  MODERATELY  PRICED  BACK  AND  FRONT  BAR. 
This  undoubtedly  is  one  of  the  most  handsome  Fixtures  made.  Built  of  beautifully  matched  kiln  dried 
American  Walnut,  skillfully  and  artistically  finished. 


BACK  BAR 

BASE  SECTION  is  made  with  sliding  Panel  doors  finished 
in  two-tone.  The  Display  Step  in  the 
center  with  dovetail  drawers  above  gives  a  handsome  ap¬ 
pearance.  Top  is  finished  in  Black  Ebony. 

SUPERSTRUCTURE  has  artistically  decorated  glass  Panels 

inserted  in  posts  on  either  end.  The 
Soffit  is  decorated  with  sandblasted  glass  for  indirect  lighting 
illumination.  On  either  end  of  each  post  is  inserted  a  mirror 
with  a  shelf  below.  In  the  center  of  the  Fixture  is  a  hand¬ 
somely  decorated  5  ply  American  Walnut  Panel,  and  besides 
this  a  mirror  which  adds  distinction  and  beautifies  the  Bar. 
On  each  side  of  mirror  are  two  round  modernistic  electric 
light  Fixtures. 


DIMENSIONS: 

Back  Bar  Base — 2  feet  wide,  3  feet  8  inches  high. 
Superstructure — 1  foot  wide,  4  feet  10  inches  high. 
Height  Overall — 8  feet  6  inches. 


FRONT  BAR 

FRONT  BAR  is  harmoniously  proportioned  in  an  attractive 
massive  appearance.  The  Front  is  built  of 
American  Walnut  with  raised  inch  American  Walnut 
Panels  set  in  a  frame  with  heavy  2  inch  moulding.  The 
Apron  is  of  solid  Mahogany  with  Black  Inlaid  Moulding,  the 
bar  top  is  of  African  Mahogany. 

BASE  BOARD  is  constructed  of  wood  completely  covered 
with  Black  and  White  Linoleum  6  inches  high. 


DIMENSIONS: 

Width  of  Ends — 2  feet  4  inches. 

Height — 3  feet  8  inches. 

Width  of  Top  including  Gutter — 20  inches. 
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THE  PEERLESS  FRONT  AND  BACK  BAR 

Massive  and  Distinctive 
Built  of  American  Walnut 


No.  116 


WE  SHOW  HERE  A  STRIKING,  SPECIALLY  DESIGNED  FRONT  AND  BACK  BAR  PARTICULARLY 
attractive,  of  matched  American  Walnut. 

BACK  BAR  FRONT  BAR 


BASE  SECTION  is  well  constructed  with  sliding  panel  doors 
at  each  end.  The  center  is  built  for  Dis¬ 
play  purposes  and  is  equipped  writh  drawers  above.  At  both 
ends  of  Display  Step  are  sliding  doors  with  glass  front, 
equipped  with  bottle  racks  inside.  Top  is  twenty  inches 
wide,  of  Birch,  finished  in  Mahogany.  The  Base  Board  is 
6  inches  high,  finished  in  black. 

SUPERSTRUCTURE  is  fully  equipped  with  cabinets  and 

wood  shelves.  At  each  end  the  Back¬ 
ground  is  completely  wired  for  electric  illumination  bulbs  of 
various  colors,,,  making  .this  a  most  attractive  fixture.  Along 
side  of  each  cabinet  is  a  mirror  and  shelf  below.  In  the  center 
is  a  beautiful  clear  mirror.  On  the  top  of  the  mirrors  is  a 
Soffit  with  sandblasted  glass  below  for  lighting  purposes. 

DIMENSIONS: 

Back  Bar  Base — 1  foot  8  inches  wide,  3  feet  8  inches 
high. 

Superstructure — 1  foot  2  inches  wide,  4  feet  8  inches 
high. 

Height  Overall — 8  feet  4  inches. 


FRONT  BAR  is  specially  selected  Genuine  5  ply  Ameri¬ 
can  Walnut  Panels  made  in  3  sections  as 
shown.  The  Top  is  beautifully  grained  solid  Mahogany  or 
Birch  with  Apron  in  conservative  design. 

The  Base  Board  is  constructed  of  wood  6  inches  high  and 
completely  covered  with  Black  and  White  Linoleum. 


DIMENSIONS: 

Width  of  Ends — 2  feet  4  inches. 

Height — 3  feet  8  inches. 

Width  of  Top  including  Gutter — 1  foot  8  inches. 
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THE  ROOSEVELT  BACK  BAR 

Charming  and  Modernistic.  Made  of  American  Walnut 


NO.  114 


HERE  IS  A  SPECIALLY 
DESIGNED  BACK 
BAR  IN  MODERNIS¬ 
TIC  STYLE  OF  THE 
HIGHEST  QUALITY 
AMERICAN  WAL¬ 
NUT,  perfection  in 
every  detail.  It  is  fully 
equipped  for  electric 
light  which  is  inserted 
behind  space  of  the 
beautifully  designed 
Soffit  and  Posts  with 
Opalite  glass  effectively 
illuminating  the  entire 
fixture. 


CENTER  is  of  beautifully  matched  American  Walnut  Panels  of  5  ply 
%"  Stock  and  on  either  side  of  Center  Panel  is  equipped 
with  modernistic  mirrors  in  colors.  The  Cornice  is  of  Black  Ebon- 
ized  Finished  Moulding  with  the  outside  edge  trimmed  in  natural 
finished  Birch.  Between  the  Posts  on  either  end  below  the  mirror  is 
a  wood  shelf  10  inches  above  the  base.  The  Base  has  4  dovetail 
drawers  at  each  end.  The  Center  has  step  for  Display  purposes. 


On  each  side  of  the  Display  Step  are  Panel  doors  built  of  3  ply  Ameri¬ 
can  Walnut  Panels  in  wood  frame  sliding  on  Ball-bearing  rollers  on 
steel  tracks.  Top  of  Back  Base  is  made  of  Birch  finished  in  mahogany. 

DIMENSIONS: 

Back  Bar  Base — 1  foot  8  inches  wide,  3  feet  8  inches  high. 
Superstructure — 10  inches  wide,  4  feet  high. 

Height  Overall — 7  feet  8  inches. 


THE  ROOSEVELT  FRONT  BAR 


FRONT  BAR  built  of 
American 
Walnut  Panels  5  ply 
%"•  The  Apron  in  the 
front  is  in  two-tone  finish. 
The  Top  can  be  furnished 
either  in  Birch  or  African 
Mahogany. 

BASE  BOARD  is  of  } i 
inch 

wood  covered  with  Black 
and  White  linoleum. 


No.  114A 


DIMENSIONS:  Width  of  Ends — 2  feet  4  inches.  Height — 3  feet  8  inches.  Width  of  Top  including  Gutter — 1  foot  8  inches. 
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THE  AMBASSADOR  BACK  BAR 

Skillfully  Constructed  and  Plain — Built  of  Genuine  American  Walnut 


No.  122 


A  skillfully  constructed 
Back  Bar  with  a  dis¬ 
tinctive  Modern  Design, 
built  of  Genuine  Matched 
American  Walnut,  with 
ample  space  for  storage. 
The  upper  section  is  built 
in  Panels  of  5  ply  YY' 
American  Walnut  and 
trimmed  on  the  Top  and 
Cornice  with  Black 
Moulding  and  underneath 
is  a  Soffit  with  sand¬ 
blasted  glass  for  illumina¬ 
tion. 

BASE  SECTION  is  well 
p  r  o  - 

portioned  and  designed, 
made  with  sliding  or 
hinged  doors  on  either 
end.  The  center  may 
also  be  had  with  Steps 
for  Display. 

BASE  BOARD  is  con¬ 
structed 
of  Vi  inch  lumber  fin¬ 
ished  in  black.  The  Fix¬ 
ture  is  built  with  a  storage 
cabinet  on  each  end  of 
bar.  The  Cathedral  de¬ 
sign  at  each  end  of  this 
Fixture  makes  it  distinc¬ 
tive  in  appearance. 


DIMENSIONS:  Back  Bar  Base — 1  foot  8  inches  wide,  3  feet  8  inches  high.  Superstructure — 2  feet  wide,  4  feet  high.  Overall — 7  feet  8  inches 

THE  AMBASSADOR  FRONT  BAR 


FRONT  BAR  c  o  r  r  e  - 
s  p  on  d  s 
with  illustration,  sturdily 
constructed  and  made  of 
5  ply  %"  American  Wal¬ 
nut  Panels,  trimmed 
around  Top  with  Black 
Moulding  to  match  Back 
Bar,  if  preferred,  at  no 
additional  cost. 

TOP  is  furnished  in  either 
Birch  or  one  piece 
solid  Mahogany.  The 
Base  Board  is  Yl  inch 
kiln  dried  lumber  covered 
with  linoleum. 


No.  122A 


DIMENSIONS:  Width  of  Ends — 2  feet  4  inches.  Height  —  2  feet  8  inches.  Width  of  Top  including  Gutter — 1  foot  8  inches. 


ROOSEVELT  STORE  FIXTURE  MFG.  CO 


Pa^e  Eleven 


THE  CALIFORNIA  BACK  BAR 


No.  118 


A  Massive 
Modernistic 
Design 

A  handsome  and  Mas¬ 
sive  appearing  Back  Bar 
which  is  built  on  Mod¬ 
ernistic  Lines,  not  too 
Massive  in  Appearance, 
yet  distinctive  in  design. 
It  has  the  appearance  of 
being  highly  decorative 
and  yet  very  conserva¬ 
tive.  It  is  well  con¬ 
structed  and  really  a 
Handsome  Fixture. 

It  is  designed  and  built 
by  skilled  workmen  and 
beautifully  finished.  The 
special  Modernistically 
designed  Posts  and  Inlaid 
Moulding  adds  to  the 
Smartness  of  this  Massive 
Fixture  and  is  most  un¬ 
usual. 

Between  each  Post  is  5 
ply  %"  American  Walnut 
Panels  with  6  inch  shelf. 
The  attractive  Base  is 
well  built  with  sliding  or 
hinged  doors,  or  if  pre¬ 
ferred,  we  can  furnish 
the  same  Base  with  Dis¬ 
play  Steps  in  place  of  the 
Walnut  Doors. 

TOP  edge  of  the  Base  is 
made  of  Birch,  fin¬ 
ished  in  Mahogany.  Base 
Board  of  the  Back  Bar  is 
constructed  of  Yz  inch 
lumber. 


DIMENSIONS: 


Back  Bar  Base — 1  foot  8 


inches  wide,  3  feet  8  inches  high.  Superstructure — 4  feet  high.  Height 


Overall — 7  feet  8  inches 


THE  CALIFORNIA  FRONT  BAR 


We  show  here  the  Front 
Bar  built  of  5  ply  %" 
American  Walnut  Panels, 
and  is  beautifully  trimmed 
as  shown.  The  Moulding 
Trim  on  the  Front  can 
be  had  to  match  Back 
Bar  if  so  desired. 

TOP  is  beautifully  fur¬ 
nished  in  Birch,  or 
one  piece  solid  Mahogany. 
We  can  furnish  this  Top 
in  either  wood  if  desired. 


No.  118A 


DIMENSIONS:  Width  of  Ends — 2  feet  4  inches.  Height — 2  feet  8  inches.  Width  to  Top  including  Gutter — 1  foot  8  inches. 
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THE  KNICKERBOCKER  BACK  BAR 

A  Unit  of  Plain  and  Distinctive  Design — Panels  of  Walnut 


No.  120 


SUPERSTRUCTURE — One  of  our  latest  units  in  a  distinctive 
modern  design,  plain  and  very  attractive,  sturdily  constructed  and 
handsomely  finished,  built  with  American  Walnut  Panels  between 
posts  of  5  ply  n/u"  thick  and  trimmed  all  around  with  neat  capping. 
It  is  built  with  either  sliding  or  hinged  doors  whichever  is  preferred,  or 
it  can  be  furnished  with  Step  in  place  of  the  doors  for  display  purposes. 


BACK  BAR  BASE  SECTION — Top  of  the  Base  is  of  Birch,  beauti¬ 
fully  finished  and  trimmed. 

DIMENSIONS: 

Back  Bar  Base — I  foot  8  inches  wide,  3  feet  8  inches  high. 
Superstructure — 4  feet  high. 

Height  Overall — 7  feet  8  inches. 


THE 

FRONT  BAR  of  specially 
selected 
American  Walnut,  beauti¬ 
fully  finished  Panels,  ar¬ 
tistically  trimmed  as 
shown.  The  Top  is  fin¬ 
ished  in  one  piece  solid 
Mahogany  and  well 
braced  to  prevent  sagging. 
It  is  very  attractive  and 
unusual.  Birch  wood  top 
can  be  furnished. 


KNICKERBOCKER  FRONT  BAR 


No.  120  A 


DIMENSIONS:  Width  of  Ends — 2  feet  4  inches.  Height — 2  feet  8  inches.  Width  of  Top  including  Gutter — 1  foot  8  inches. 
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THE  ROYAL  BACK  AND  FRONT  BAR 

Plain  and  Dignified  and  Really  Beautiful 
Built  of  Birch  or  American  Walnut 


NO.  108 


ONE  OF  OUR  PLAIN  AND  DIGNIFIED  FIXTURES,  BEAUTIFULLY  AND  STURDILY  CON- 
structed.  Made  of  Birch. 


BACK  BAR 

SUPERSTRUCTURE  is  equipped  with  cabinets  on  each  end. 

These  cabinets  are  furnished  with  a 
side  swing  hinged  door  glazed  with  clear  glass.  Inside  of 
cabinets  are  furnished  with  three  adjustable  plate  glass  shelves. 
Each  side  of  same  is  equipped  with  a  ribbon  design  mirror 
and  shelf  below.  Center  panel  is  beautifully  finished  in  two 
tone.  The  cornice  with  an  opal  glass  frieze  set  off  with  red 
enamel  strips  and  sand  blasted  glass  face  continues  from 
cabinet  to  cabinet  giving  a  continuous  illuminating  effect. 

BASE  SECTION  has  sliding  doors  on  each  end,  with  a 
center  step  display  for  bottled  liquor.  Di¬ 
rectly  above  this  display  rack  there  are  two  pull  out  dovetail 
drawers.  Top  of  base  is  18  inches  wide,  beautifully  finished. 
Base  board  is  6  inches  high  finished  in  black. 


DIMENSIONS: 

Back  Bar  Base — 1  foot  6  inches  wide,  3  feet  8  inches 
high. 

Superstructure — 1  foot  wide,  4  feet  high. 

Height  Overall — 7  feet  8  inches. 


FRONT  BAR 

FRONT  BAR  built  in  three  sections  of  3  ply  Birch  with 
panels  in  frame,  in  either  Mahogany  or  Wal¬ 
nut  finish.  Top  is  of  Solid  Mahogany  with  a  Birch  Apron 
in  the  very  newest  and  dignified  design.  The  Base  board  con¬ 
struction  is  wood  6  inches  high  covered  with  linoleum. 

FRONT  BAR  built  of  3  ply  Birch  34  inch  panels  set  in  a 
frame.  The  baseboard  is  constructed  of  wood 
6  inches  high  and  covered  with  black  and  white  linoleum. 
The  top  can  be  had  either  in  Birch  or  African  Mahogany. 

ALL  FRONT  BARS  sixteen  feet  long  or  less  are  in  one  section. 


DIMENSIONS: 

Width  of  Ends — 2  feet  4  inches. 

Height — 3  feet  8  inches. 

Width  of  Top  including  Gutter — 1  foot  8  inches. 
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THE  B-LINE  BACK  BAR 

Number  126 — Very  Sturdy — Low  Priced 


No.  126 


B-LINE  BACK  BAR  USUALLY  FURNISHED 
WITH  NUMBER  126  FRONT  BAR. 

SUPERSTRUCTURE  is  constructed  of  5  ply 

Birch  panels  designed 
as  shown.  On  each  end  of  superstructure  there  is  a 
modernistic  routed  design  two  tone  section.  In  the 
center  of  bar  is  an  attractive  triangular  “V”  mitre 
cut  mirror.  On  each  side  of  mirror  there  are  two 
wood  shelves  supported  on  wood  brackets.  The 
general  appearance  of  the  entire  bar  is  distinctive  in 
itself. 

BASE  SECTION  of  this  back  bar  has  a  series  of 
pull  out  drawers  and  hinged 
doors.  The  doors  are  constructed  of  3  ply  panel 
set  into  wood  frames.  This  base  section  can  be 
furnished  with  sliding  doors  if  desired.  The  top  is 
constructed  of  Birch  wood,  can  be  furnished  in 
either  Mahogany  or  Walnut  finish.  We  can  truth¬ 
fully  recommend  this  bar  for  its  attractive  and 
Modernistic  appearance. 

DIMENSIONS: 

Back  Bar  Base — 1  foot  8  inches  wide,  3'feet 
8  inches  high. 

Superstructure — 3  feet  8  inches  high. 

Height  Overall — 7  feet  4  inches. 


THE  B-LINE  FRONT  BAR 


THIS  126-B  FRONT  BAR  is  made  of  Birch, 

finished  in  Mahog¬ 
any  or  Walnut.  It  is  usually  furnished  with  Number 
126-B-Line  shown  above.  The  front  is  built  of  5  ply 
%'  Birch  panels  with  routed  pilasters  effect  in 
two-tone  finish. 

TOP  is  made  in  either  Birch  or  Mahogany.  It  is 
well  built,  braced,  and  very  sturdy,  and  will 
prevent  any  possible  sagging. 

DIMENSIONS: 

Width  of  Ends — 2  feet  4  inches. 

Height — 3  feet  8  inches. 

Width  of  Top  including  Gutter — 1  foot  8 
inches. 


No.  126-B 
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THE  GENERAL  FRONT  AND  BACK  BAR 

A  New  Creation  in  Popular  Demand 
Built  of  Birch,  Mahogany  or  Walnut  Finish 


No.  102 


A  POPULAR  AND  SPECIALLY  DESIGNED  FRONT  AND  BACK  BAR,  AN  UNUSUAL  FIXTURE 
which  is  absolutely  modern  and  beautiful.  Unusualness  of  design  and  craftsmanship,  built  of  solid  Birch, 
Mahogany  or  Walnut  finish. 

BACK  BAR  FRONT  BAR 

SUPERSTRUCTURE  is  equipped  with  cabinets  on  each  end; 

substantially  constructed,  these  cab¬ 
inets  are  furnished  with  a  side  swing  hinged  door  glazed  with 
clear  glass,  inside  of  cabinets  are  furnished  with  three  plate 
glass  adjustable  shelves,  in  the  center  of  the  bar,  there  is  a 
modernistic  mirror  exceptionally  smart  in  design.  The  cornice 
and  soffit  are  built  with  sand  blasted  white  opal  glass  for 
illuminating  purposes.  Along  side  of  the  mirror  there  is  a 
routed  modernistic  panel  in  two  tone  finish  with  wood  shelf 
and  brackets  set  thereon. 

BASE  SECTION  has  sliding  doors  on  each  end  with  a  center 
display  step  for  bottled  liquor.  Directly 
above  this  display  rack  there  are  two  pull  out  dovetailed 
drawers.  Top  of  base  is  18  inches  wide  beautifully  finished, 

Base  board  is  6  inches  high  finished  in  black  enamel. 

DIMENSIONS: 

Back  Bar  Base — 1  foot  6  inches  wide,  3  feet  8  inches 
high. 

Superstructure — 1  foot  wide,  4  feet  2  inches  high. 

Height  Overall — 7  feet  10  inches. 


FRONT  BAR  is  constructed  of  5  ply  u/u"  Birch  panels  with 
a  modernistic  pilaster  set  into  the  panel  as 
shown.  The  base  is  of  wood  finished  in  black.  The  top  is 
constructed  of  Birch  wood,  Mahogany  or  Walnut  finish. 


DIMENSIONS: 

Width  of  Ends — 2  feet  4  inches. 

Height — 3  feet  8  inches. 

Width  of  Top  including  Gutter — 1  foot  8  inches. 
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THE  CHICAGO  FRONT  AND  BACK  BAR 


A  Bar  Fixture  of  Individuality 


Designed  for  Practicability 


No.  400 

A  RICH  LOOKING  FRONT  AND  BACK  BAR  STURDILY  CONSTRUCTED  AND  BUILT  TO  GIVE 
long  years  of  satisfactory  service.  It  is  built  of  Birch  wood,  can  be  furnished  in  Walnut  or  Mahogany  finish. 


SUPERSTRUCTURE  is  well  constructed,  having  open 

cabinets  at  each  end  with  two  sta¬ 
tionary  round  plate  glass  shelves.  The  shelves  are  backed 
with  plate  glass  mirrors  and  are  supported  by  1  l/i"  chrome 
plated  tubing.  The  modernistic  designed  mirror  in  the 
center  of  bar  sets  off  the  Chicago  fixture  to  advantage. 
On  each  side  of  mirror  is  a  neat  routed  designed  panel 
in  two  tone  finish,  with  wood  shelf  and  brackets  set  on 
each  panel.  The  cornice  has  a  neat  routed  two  tone  design, 
with  a  black  inlaid  moulding  top  trim. 

BASE  SECTION  has  sliding  doors  on  each  end  with  a  center 
display  step  for  bottled  liquor.  Directly 
above  this  display  step  there  are  two  pull  out  dovetailed 
drawers.  Top  of  base  is  18  inches  wide,  beautifully  finished, 
base  board  is  6  inches  high  finished  in  black  enamel. 


FRONT  BAR 

FRONT  BAR  is  built  of  Birch  in  either  Mahogany  or  Walnut 
Finish.  The  Front  is  constructed  of  inch 
paneljset  in  a  frame,  and  the  Top  of  Base  is  built  of  Birch 
wood  and  finished  in  Mahogany  with  a  6  inch  Black  Base. 


DIMENSIONS: 

Back  Bar  Base — 1  foot  6  inches  wide,  3  feet  8  inches 
high. 

Superstructure — 1  foot  2  inches  wide,  4  feet  high. 
Height  Overall — 7  feet. 


DIMENSIONS: 

Width  of  Ends — 2  feet  4  inches. 

Height — 3  feet  8  inches. 

Width  of  Top  including  Gutter — 1  foot  8  inches. 
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THE  COMET  FRONT  AND  BACK  BAR 

A  Moderately  Priced  Bar 
Built  of  Birch,  Mahogany  or  Walnut  Finish 


No.  100 


WE  SHOW  A  POPULAR  PRICED  PLAIN  AND  ATTRACTIVE  FRONT  AND  BACK  BAR  BUILT 
to  meet  the  requirements  of  the  Conservative  Buyer  and  moderately  priced.  This  is  undoubtedly  an  ele¬ 
gant  Bar  Fixture,  being  built  of  Birch  wood,  Mahogany  or  Walnut  finish. 


SUPERSTRUCTURE  is  constructed  of  3  ply  }zi"  panels 

set  into  wood  frames.  On  each  end 
of  same  there  is  a  special  designed  post  with  a  beautiful  sand¬ 
blasted  glass  panel,  same  is  removable,  and  can  be  used  for 
lighting  illumination.  The  center  of  bar  is  equipped  with  a 
ribbon  design  modernistic  mirror.  On  each  side  of  mirror 
there  is  a  wood  shelf  supported  on  wood  brackets.  The  soffit 
and  cornice  is  furnished  with  sandblasted  glass. 

BASE  SECTION  has  sliding  doors  on  each  end,  with  a  center 
step  display  for  bottled  liquor,  directly 
above  this  display  rack,  there  are  two  pull  out  dovetailed 
drawers.  Top  of  base  is  18  inches  wide,  beautifully  finished, 
baseboard  is  6  inches  high,  black  enamel  finish. 

DIMENSIONS: 

Back  Bar  Base — 1  foot  6  inches  wide,  3  feet  8  inches  high. 

Superstructure — 9  inches  wide,  4  feet  4  inches  high. 

Height  Overall — 8  feet. 


FRONT  BAR 

FRONT  BAR  is  built  to  correspond  with  Back  Bar  of  Birch 
in  either  Mahogany  or  Walnut  Finish.  The 
Front  is  built  of  x/i  inch  Panels  and  the  Top  is  of  solid  Birch 
finished  in  Mahogany.  The  Base  is  of  kiln  dried  wood  fin¬ 
ished  in  black  and  six  inches  high. 


DIMENSIONS: 

Width  of  Ends — 2  feet  4  inches. 

Height — 3  feet  8  inches. 

Width  of  Top  including  Gutter — 1  foot  8  inches. 
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THE  C-LINE  BACK  BAR 


No.  128 — C-Line  Back  Bar 


SUPERSTRUCTURE  is  constructed  of  3  ply  panels 

set  into  a  wood  frame,  and 
trimmed  with  a  saw  tooth  design  capping.  Directly 
below  this  capping  there  is  a  poly-chrome  finished 
moulding.  On  the  ends  and  center  there  are  three 
two-tone  finished  upright  pilasters. 


BASE  SECTION  is  constructed  of  series  of  sliding 
doors  built  of  3  ply  panels  set 
into  wood  frames.  These  doors  operate  on  ball  bear¬ 
ing  sheaves  on  steel  track.  Base  board  trim  is  of 
wood,  the  entire  fixture  is  constructed  of  birch 
wood,  can  be  furnished  in  Mahogany  or  Walnut 
Finish. 

DIMENSIONS: 

Back  Bar  Base — 1  foot  6  inches  wide,  3  feet 
8  inches  high. 

Superstructure — 3  feet  10  inches  high. 

Height  Overall — 7  feet  6  inches. 


A  RICH  APPEARING  STURDILY  BUILT  BACK  BAR  IN  A  MOST  UNUSUAL  DESIGN,  IN  ONE 
of  our  low  priced  fixtures,  the  style  and  quality  would  be  difficult  to  duplicate  in  a  moderately  priced  Bar  of 
this  structure.  It  is  substantially  built  by  skilled  workmen,  well  designed,  and  excellently  finished.  It  is 
built  of  3  ply  Birch  Panels  in  a  wood  frame  with  two-tone  finished  pilasters. 


THE  C-LINE  FRONT  BAR 


“C”  LINE  FRONT  BAR  usually  furnished  with 

“C”  line  Back  Bar. 
Built  of  34  'nch  3  ply  Birch  panels  glued  onto  a 
frame  effecting  a  flush  front  with  two-tone  finished 
pilasters.  Baseboard  is  of  wood  finished  in  black. 
Top  built  of  Birch,  Mahogany  or  Walnut  Finish. 

DIMENSIONS: 

Width  of  Ends — 2  feet  4  inches. 

Height — 3  feet  8  inches. 

Width  of  Top  including  Gutter — 1  foot  8 
inches. 


No.  128A — C-Line  Front  Bar 
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THE  HANDY  BAR 


No.  2 — Handy  Bar 


No.  2A — Front  View 


THIS  PRACTICAL  AND  PERFECTION  UNIT 
is  designed  for  use  in  the  Modern  Up-to-date  Es¬ 
tablishment;  suitable  for  Clubs,  Hotels,  or  Restau¬ 
rants  giving  a  pleasing  atmosphere  and  takes  limited 
space.  Has  a  capacity  of  two  one-half  barrels.  It 
is  equipped  with  work-board  and  rinse  tank.  Can 
be  ordered  for  ice  or  mechanical  refrigeration.  It 
is  built  of  5  ply  Birch  Panels  and  finished  in 
either  Mahogany  or  Walnut.  It  can  also  be  fur¬ 
nished  in  Genuine  Walnut  Panels.  Rear  Frame  of 
cabinet  is  of  Birch  and  equipped  with  flushed 
doors  5  ply  n/u  Panels  which  are  hinged  with 
heavy  braces. 


TOP  of  the  cabinet  is  a  regular  Bar  Type  fitted  loose.  It  has  top 
drain.  All  walls  on  top,  bottom  and  ends  of  cabinet  have 
one  inch  cork  board  insulation.  Workboard,  splash  and  top  drain 
can  be  had  either  in  copper  or  stainless  steel  with  brass  or 
chrome  plated  faucets. 


DIMENSIONS: 

Length — 6  feet. 

Width  at  Ends — 2  feet  2  inches. 
Height — 3  feet  8  inches. 


WE  SHOW  HERE  THE  FRONT  VIEW  OF  OUR 
Handy  Bar  type  as  described  in  design  num¬ 
ber  2.  It  has  35  feet  of  coil  for  each  beer  faucet, 
and  15  feet  of  coil  for  water  faucets.  Splash  and 
Top  drain  come  in  either  copper  or  stainless  steel 
with  brass  or  chrome  plated  faucets.  All  walls,  top 
and  bottom  have  one  inch  corkboard,  covered  with 
galvanized  iron. 


DIMENSIONS: 

Length — 6  feet. 

Width  at  Ends — 2  feet  2  inches. 
Height — 3  feet  8  inches. 


Rear  View  of  Front  Bar 


EQUIPPED  with  Work  Boards  and  Coil  Box.  Height  over¬ 
all,  3  feet  8  inches — Width  of  ends,  2  feet  4  inches — 
Top  overall,  1  foot  8  inches. 
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A  COMPACT  COCKTAIL  BAR 

That  Can  Be  Used  for  the  Home,  Office  or  Club 


A  beautifully  figured  Cocktail  Bar  designed  and  constructed 
for  limited  space,  this  Bar  is  constructed  of  5  ply  laminated 
Walnut  Veneer  highly  figured  and  selected,  the  top  of  Bar  is 
oval  in  shape,  the  front  of  Bar  has  a  double  arrangement  of 
doors,  the  lower  section  when  opened  has  a  large  storage  com¬ 
partment,  the  upper  section  has  swinging  doors  operating  on 
invisible  Suss  hinges,  the  top  of  the  Bar  directly  over  the  doors 
lifts  upward,  and  is  held  in  place  with  a  metal  stay,  under  this 
top  when  opened  there  is  a  special  oval  gold  effect  mirror,  as 
shown  on  the  illustration  there  is  a  complete  arrangement  for 
the  mixing  of  cocktails  etc. 


Price  on  application  only 


We  illustrated  above  an  interior  for  a  20  foot  bar.  Please  note  the  facilities  offered  for  convenient  service.  On  the  right  hand  section 
we  illustrated  a  work  board  with  double  sink,  bottle  rack,  drawer,  cutting  board  and  sink  faucet.  On  the  left  hand  section  we  illustrated 
double  sink  section  with  combination  hot  and  cold  faucet. 

This  interior  is  just  shown  to  illustrate  how  versatile  we  are  in  constructing  interiors  to  your  specifications.  In  other  words  we  specialize 
in  constructing  bar  interiors  to  suit  your  customers’  requirements. 

Work  boards  are  constructed  in  any  width,  length  or  height  desired  with  wooden  legs  or  adjustable  iron  pipe  legs  with  Oak  or  stainless 
steel  fronts.  Work  boards  are  furnished  either  in  zinc,  copper  or  stainless  steel  tops  as  desired.  We  can  construct  these  interiors  from 
your  plans  and  specifications  or  if  you  so  desire  we  shall  furnish  you  the  plans  and  specifications.  Our  engineering  department  is  always 
at  your  service. 
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LIQUOR  DISPLAY  CASE  R-3166.  Length  8  feet,  height  8  feet,  Base  section 
42  inches  high,  16  inches  wide.  Top  section  54  inches  high,  and  12  inches  wide. 
Two  full  length  cabinets  with  a  center  display  which  has  one  8'/x52//  shelf.  There 
is  a  plate  glass  mirror  below.  Cabinets  have  side  swing  hinged  glazed  doors,  and 
each  has  three  10"xl8"  plate  glass  adjustable  shelves.  The  soffit  has  a  reflecting 
glass  and  can  be  wired  for  lights.  Base  section  has  two  side  compartments  with 
swing  doors,  and  one  center  compartment  with  sliding  doors,  each  compartment  is 
fitted  with  a  shelf.  The  top  of  base  is  wood.  Marble  base  at  a  slight  additional 
cost.  Made  in  6-8-10-12  foot  sections.  Birch,  Oak,  or  American  Walnut  can  be 
had  separate. 

TOBACCO  WALL  CASE  NO.  R-3165.  Length  6  feet,  height  8  feet,  Base  section 
42  inches  high,  16  inches  wide.  Top  section  54  inches  high,  12  inches  wide.  Has  six 
swing  hinged  glazed  doors,  cigarette  compartments  have  adjustable  plate  glass  divid¬ 
ers,  there  are  six  wood  shelves  over  these  compartments.  Inside  of  case  is  Zinc 
lined  finished  in  Black.  Base  section  has  two  sliding  doors  on  ball  bearing  sheaves, 
and  steel  tracks,  with  dovetailed  drawers  directly  over  same.  Case  can  be  had  in 
6-8-10  and  12  foot  lengths.  Birch,  Oak  or  American  Walnut  can  be  had  separate. 


TOBACCO  AND  LIQUOR  DISPLAY  CASE 
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CIGAR  CASE— PLATE  ON  PLATE 

Which  Will  Blend  Into  Almost  Any  Type  of  Interior  Design 


NO.  R-3177 

A  beautiful,  practical  case.  Plate  on  plate,  42  inches  high,  28  inches  wide.  Dis¬ 
play  section  is  18  inches  deep,  cemented  type  construction  front  and  ends.  Lower 
part  constructed  of  five  ply  %"  laminated  wood  veneer.  Base-board  is  of  wood, 
6  inches  high,  finished  black.  Can  be  furnished  in  marble  if  desired. 


The  rear  oi  lower  compartment  has  zinc  lined  drawers,  tongue  and  grooved  con¬ 
struction.  Upper  section  has  spring  hinged,  drop  drawers  glazed  with  mirror 
shock.  Moisteners  are  provided.  Exposed  woodwork  made  of  Walnut,  Oak  or 
Birch.  Regular  lengths  4-5-6-8-10  and  12  feet. 
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A  UNIQUE  AND  OUTSTANDING  BOOTH 


NO.  200 


BOOTH  No.  201 

Th  is  booth  consists  of  two  single  settees, 
back  panel  and  table.  This  booth  is  4  feet 
high,  4  feet  2  inches  deep.  The  backs  and 
seats  are  upholstered  in  a  composition 
leather.  The  seats  being  divided  into  two 
sections  lift  type,  making  it  easy  to  get  into 
the  rear  seat  of  booth,  these  seats  are  se¬ 
curely  hinged  to  the  rear  of  back,  the  back 
and  seats  are  heavily  padded,  with  a  com¬ 
bination  of  moss  and  hair  filling.  The  rear 
panel  and  back  of  booths  are  constructed  of 
%"  Walnut  panel.  The  rear  panel  having 
a  modernistic  design  routed  into  same  with 
a  two  tone  shade  finish. 

The  table  of  this  booth  has  a  5  ply  %" 
laminated  veneer  fir  panel,  with  a  covering 
of  linoleum,  color  of  same  optional,  the 
edges  of  table  are  bound  with  a  neat  wood 
moulding. 


BOOTH  No.  200 

This  booth  is  constructed  throughout  of 
clear  birch  wood.  The  back  of  the  booth  is 
constructed  of  5  ply  %"  laminated  veneer 
and  is  trimmed  on  the  top  edge  with  234 
inches  top  capping.  The  height  of  this  back 
is  approximately  48  inches.  The  booth 
front  panels  are  cut  and  routed  in  a  mod¬ 
ernistic  design  in  two  tone  finish  and  is  con¬ 
structed  of  1  inch  solid  birch  wood.  Height 
of  the  front  facing  is  approximately  49 
inches.  Directly  on  top  of  these  front  panels 
there  is  a  shaped  coat  rack  with  two  chrome 
plated  coat  and  hat  hooks.  This  rack  is 
22  inches  in  height  and  is  fastened  to  the 
front  facing  of  booth.  The  side  panels  over 
the  seats  are  constructed  of  34  inch  3  ply 
panel  set  into  wood  frames.  Top  frame 
member  has  a  routed  two  tone  design  and 
finish.  The  seats  are  of  1  inch  birch  wood 
with  a  2  inch  front  apron.  Width  of  seats 
15  inches,  length  4734  inches. 

Table  construction  is  of  5  ply  %"  laminated 
fir  and  covered  with  linoleum.  Front  edge 
of  this  table  is  trimmed  with  a  If  inch 
Birch  wood  banding  finished  in  American 
walnut.  This  table  is  securely  fastened  on 
the  under  part  of  same  to  the  back  panel. 
The  front  has  a  1  inch  Birch  routed  mod¬ 
ernistic  designed  leg  finished  in  two  tone. 


NO.  201 
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A  FLASHY  MODERNISTIC  BOOTH 

Which  Can  Be  Used  In  Most  Modern  of  Clubs  and  Restaurants 


NO.  206 


This  booth  is  constructed  throughout  of  Birch  panels  in  Birch  wood.  The  back  of 
booth  and  backs  of  seats  are  constructed  of  3  ply  panels  set  into  wood  frames.  The 
top  of  same  is  trimmed  with  a  neat  Birch  wood  capping.  The  front  panels  of  this 
booth  is  designed  and  cut  in  a  modern  fan  flare  design  with  routing  cut  at  various 
angles.  Same  are  finished  in  a  two  tone  varigated  color  effect.  The  base  of  these 
fronts  are  made  of  wood  upright  legs  and  trimmed  with  a  neat  colored  heavily 
porcelain  shoe. 

THE  TABLE  is  of  extra  width.  The  top  is  constructed  of  5  ply  %"  laminated  fir 
veneer  and  is  covered  with  linoleum.  The  front  edges  are  of  wood  finished  in  Ameri¬ 
can  Walnut.  Front  leg  supporting  this  table  is  also  of  a  modernistic  design  and 
trimmed  at  the  base  with  a  porcelain  enamel  shoe. 
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